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NOTIFICATIONS BY GOVERNMENT 


PANCHAYAT RAJ & RURAL DEVELOPMENT DEPARTMENT 
(Estt.ll) 


ESTABLISHMENT - RURAL WATER SUPPLY & SANITATION DEPARTMENT - 
RETIREMENT OF IN-CHARGE SUPERINTENDING ENGINEERS AND 
1/0 EXECUTIVE ENGINEERS ON ATTAINING THE AGE OF SUPERANNUATION 
OF 60 YEARS DURING THE YEAR 2021. 


[G.O.Rt.No.15, Panchayat Raj & Rural Development (Estt.ll), 7° January, 2021.] 


NOTIFICATION 


The following Officers working in Andhra Pradesh Rural Water 
Supply & Sanitation Department shall retire from service on attaining 
the age of superannuation of 60 years during the year 2021 on the 


dates noted against their names:- 


[1] 















































ANDHRA PRADESH GAZETTE EXTRAORDINARY [Part-VII 
S.No |Name of the Officer |Designation Date of Birth |Date of 

Sarvasri Retirement 

(1) (2) (3) (4) (5) 

1 |T. Srinivasa Rao I/c Superintending 13.05.1961 31.05.2021 
Engineer 

2 |P. Sanjeeva Rao l/c Superintending 12.06.1961 30.06.2021 
Engineer 

3 |J.V Raghavalu Executive Engineer 10.01.1961 31.01.2021 

4 |M. Ram Nagesh l/c, Executive Engineer | 08.04.1961 30.04.2021 

5 IN. Kanthaiah I/c, Executive Engineer | 01.06.1961 31.09.2021 

6 |P.Ravi l/c, Executive Engineer | 10.06.1961 30.06.2021 

7 |K. Venkateswara Rao _ |il/c, Executive Engineer | 13.06.1961 30.06.2021 

8 \D. Sainath I/c, Executive Engineer | 03.07.1961 |31.07.2021 

9 |G. Rama Rao 1/0, Executive Engineer | 15.07.1961 |31.07.2021 

10 |T. Mallikarjuna Prasad l/c, Executive Engineer | 11.07.1961 |31.07.2021 

11 \V.V. Eswara Rao l/c, Executive Engineer | 25.07.1961 31.07.2021 

12 |S. Veerabadhra Rao _ |l/c, Executive Engineer | 10.08.1961 |31.08.2021 























The officers mentioned at SI No.(2),(3), (7), (8) in the above ie., 


Sri P.Sanjeeva Rao, 


l/c Superintending Engineer (SI.No.2), Sri J.V.Raghavulu, Executive Engineer (SI.No.3), Sri 
K.Venkateswara Rao, I/c Executive Engineer (SI.No.7) and Sri D.Sainath, I/c Executive 
Engineer (SI.No.8) shall retire from Government service on the date shown against their 
names without prejudice to the disciplinary cases pending against them, subject to the 
condition that disciplinary proceedings shall continue against them, under Article 351 (A) of 
the Pension Code and Rule 9 (2) (a) of the A.P. Revised Pension Rules, 1980, even after 
their retirement. 


GOPAL KRISHNA DWIVEDI, 
Principal Secretary to Government. 
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